CiASninCATfON c: ' • m-~rr:.v- 

Approved For Relea5i6*2OO.1^/OeciSrA-R©PBf-OO457^Qft§1O07j 


25X1 A 


COUNTRY Bulgaria 

SUBJECT The Tulko Chervenkov Plywood Factory 

la Ctiemi Tit 

25X1 A 2, l;ydrc-“3.«ctric Plaint in Chcmf Tit 

PLACE | 

ACQUIRED 

25X1 Q 

DATE OF ^ 


CD NO- 


■■ 

« 


DAT? Oi$TR 30 AUG 51 
NO. OF PAGES I, 


NO. OF ENCLS. 

{LISTED BELOW) 


SUPPLEMENT TO 


** ^ 


1, The TtOXo ChervenkOT plywood factory of Chemi Tit was bail* in 1946 and is 
about So asters long and 60 meters wide, She factory had an So aoter moke- 
stack and a boiler-, taken fror". a Dutch ship, which produced steaia wroseure of 
about eight atmospheres. 

2_, The 3 team was convoyed from the boiler to threa tanks, 8x6x4 m tors, 
in which the tree trunks were placed for steaming. After eight hours of 
steaming toe tree trunks were taken out and sawed into 2,2 x 1.4 meter 
sections, toe pieces were then sent to a German-made Chel&~B-Berlia (sic) 
machine, which had 90 horsepower and was electrically operated." This machine 
cut the pieces of wood into strips one or two centimeters thick and 1.4 to 
2*2 maters long * The strips were then sent to a cylindrical machine irher© 
they -were dried*, four at a time* After drying, the sheets were sent to a 
presses* uiiere they were glued end poliehcdL The stripe were glued at a 
temperature of 130 degrees Fahrenheit and at a pressure of 200 atmospheres* 

3* The factory had about 200 writers employed In three shifts. It produced dail v 
aoout 25 cubic feet of plywood* of wi rich 20 cubic feet were exported and 5 
cubic feet kept for domestic consttnption* 

Two other plywood factories* the Pelktyuxik Abadfchiev and the BcCUeovnik Abadahiev 
were located at Tetsvescu 

5. About erne kilometer from Gheroi Vit, near the Chemi ?it River* there was a 
bydro-eleetxde plant iMch was coKsnec&ed with a power network and with the 
hydro-electric plant of Lwkovit* The Cherni Tit plant. produced. 2*400 kilo- 
watts. There ms another hydroelectric plant outside the village of Ifasoodshte 
which had one BOO horsepower turbine/, / — 
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